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0 1 MAR 1968 


MEMORANDUM TOR: Executive Director-Comptroller 


SUBJECT 

REFERENCE 


uture Needs for Te le c ommunics t ion s 

Memorandum from Ex. Dir.-Cor.pt, dtd 
-4 Jan 68, Same Subject 


program f„ r t^p£?t^rector«e 
Defiled information concerning theee requLements h 
mad# available if desired. requirements will be 

not it may use this information in planning. 

SfENlO R. L. Bannsna® 

R. L. Bannerman 
Deputy Director 
for Support 

Att achment 

DD/S Distribution: 

Orig-Ex. Dir-Compt -■/ *** 

CX^D/S Subject 
1 - DD/S Chrono 

1 - ER ^ 
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SUPPORT INFORMATION PROCESSING SYSTEM 


25X1 


25X1 


1. The Support Information Processing System is a program 
for automating certain functions of the Support Directorate 
using the facilities of the Office of Computer Services. emote 
input/output devices will be required in the He adquarters Build- 
ing, at other locations in t he Washington area, | 

| l Many overseas stations ultimately 

will be included in this project, but for this planning period 
they will use the exi sting teletype network, with the one 


exception 


which may require a higher quality link. 


The f ollowing data circuits will be required between 
Office of Computer Services, Langley, and the following listed 
locations: 


25X1 

25X1 

25X1 


a. FY 69: Ames Building 


South Building 


3 


1 

1 

1 


b. FY 70: 

e. FY 71: 


Key Building 


Magazine Building 
1000 Glebe 


1 

1 

1 

1 

1 


3. In addition, a number of remote inputs /outputs will 
be required for the Office of Computer Services in the 
Headquarters Building: 

FY 69 - 2 

FY 70-1 

FY 71-1 

FY 7,: - 1 

FY 73 - None 

FY 7; - 2 

'i . " here is a potential need for inputs/outputs to an 

additional 3- 1 sources in Langley, but these are not firm 
requirements, and many of the users probably can share a 
terminal device. 
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25X1 


25X1 


OFFICE OF SECU RITY 

i ollo^ing are listed the additional communications services 
required by the Office of Security: service. 

1. Secure Voice 

a. Call Director with one Telecopier in the 

Building. ' 

b * ^ ine W±th one ^ecopier for Physical Security 

Division component (location uncertain). 

c. When possible interface KY-J lines with the NS^ 

Gray system. 



?. Data Links 

a . Langley 

Six circuits connecting Office of Security 
components with Office of Computer Services. 

b. Several data circuits in the Washington area 
may be required depending upon the success of 

now tekner in stalled between 

Langley and 
OFFICE OF LOGISTICS 

on»+e! h *J" any com ? onents of the Office of Logistics are 
is"recui?4d? d need rapid> Secure communications. The following 

1. Secure Voice Circuits 

a * Washington Area (KY- 3 ) 

Langley 8 

Ames -< 



Approved For Rele 




1)4/2 9 : CIA-RDP84-00780R002000260050-9 





7: 


Approved For Release 


: CIA-RDP84-00780R002000260050-9 


^iT V 5 

A fc-lM* i 


b. Long Distance (HY-2) 


25X1 


25X1 



Secure Facsimile 


Department of Army 
Department of Navy 
Department of Air Force 
Department of State 
General Services a Hmin^ 


Langley (? locations) 

,, radiophone service is recuired for the courier^ in 

thi- W t^ ngt0n ared ; Jt i;; desired to eventually convert 
tnis to a secure voice system. 

° ,; "ICE OF PERSONNEL 

r Pml r% 11 r O or?he 3 0Kicfof° f p"S™r iCe fa ° Slmlle services 

two xvL S'” s ^,“SiS e i^. f0 LrKS 3 iSu 1 ^ ey and 

^x F :«Scopitr? U pa“rof°H , ,if" 1 T ^ * pTOvW « 3 with 

in FY MS8, and the remainder in eaSy”™ 136^ ** inStaIlt ' d 
Additional <ecuirements FY 1969 - 1974* 

5 Ka'ga Z Se C 'BuSSng aU “ TOCt< * “* Teleco P 1(>r ' s - 

1 KY-o Line with Telecopier - Ames Building. 
th*.oFcompS!nt" in^he Magazi^^ldingf ' ^ $yStM ^° n9 

Head^^er^'mrthe^cOTd^CenSr Y ClrCUit is needpd hp1 ~" r,f;n 
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25X1 


25X1 


25X1 


voice to • * Benefits & Services Division requires secure 

v’ director, Bureau of Employment Compensation 
k* Director, Bureau of 'etireinent Insurance 
c. thief. Mortuary Branch, Quartermaster Corps 

a Chief, ecruitment Division needs secure voice 

and fac simile communications between his office in Rosslyn and 

State- 1 Hp d wnuia Ui T men h offices locat cd throughout the United 
State*. He would also have use for closed-circuit television 

to each of these field offices if this service becomes available. 
OFFICE OF FINANCE 

flrp , ? f n J ts ic >cation in two buildings in the iosslvn 

???* of J F f nance requires additional secure voice * 
has ; KY 3 i lin^ an 2 I f ntr 'i office communications. The office 
There Only . one is equipped with a Call Director. 

^ cSl Di^cJors reqUiren?en t for i more KY-3 circuits and 

S ti ? es therp a requirement for secure voice 
commun ication between the Office of trance ^ the cS Stations 

Wt this of f iit y would r h eXPW ,lU 1 f r '’ S *° r e 'W” n ™* S o"c'ircuit?J, 
bailable? 1 have "* for this service if it becomes 

OFFICE OF MEDICAL SE VICES 

to ovSsea^statiLs®?^* 1 Ssrvic ® s could Provide better support 
facilities S i VOiC6 and sccure facsimile 

electrical cowml. 

ihere are „ 
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25X1 



O-’iTCE OF COMMUNICATION? 


Co ™™nications does not require separate 
electrical communications service. separate 
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f Remarks : 


Attached is the report on 
Communications Requirements for 

py 69 - 74. The c °Py 1S 

identical with the draft you 
approved, and is ready for sxgnxng 

and forwarding. 
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